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PLAN  NO.  5832 

(2  SHEETS ) 


Well  -  constructed  pole  -  type  buildings 
using  pressure-treated  poles  are  inexpensive, 
easy  to  build,  and  long  lived.  They  are 
suitable  for  many  uses  such  as  livestock 
shelters,  feeding  barns,  and  storages. 

Lean-to  sheds  may  be  added  to  the  basic 
26-foot-wide  clear-span  unit  to  increase  the 
width  to  39  or  52  feet.  Length  is  variable 
in  units  of  15  feet.  Lightweight  roof  trusses 
are  assembled  on  the  ground. 

The  complete  plans,  which  show  details 
of  construction,  should  be  obtained  by  any- 
one planning  to  build  this  structure. 

The  plans  show  construction  for  areas 
with  snow  loads  up  to  either  20  or  30 
pounds  per  square  foot  and  winds  up  to  88 
m.  p.  h. 


Complete  working  drawings  may  be  obtained  through 
your  county  agent  or  from  the  extension  agricultural 
engineer  at  most  State  agricultural  colleges.  There  is 
usually  a  small  charge. 

ORDER  PLAN  NO.  5832,  POLE  BUILDING 
CONSTRUCTION  TYPE  "C" 

If  working  drawings  of  this  plan  are  not  available  in 
your  State,  write  to  the  U.  S.  Department  of  Agricul- 
ture, Agricultural  Engineering  Research  Division,  Plant 
Industry  Station,  Beltsville,  Md.  The  U.  S.  Department 
of  Agriculture  does  not  distribute  drawings,  but  will 
direct  you  to  a  State  that  does  distribute  them. 
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